BOX 324, ASHEVILLE, 


Dry Falls is located right off U. S. High- 2 
way 64. Thousands of visitors stop here an- £ 
nually to view this beautiful scene of Nature. ^ 
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411—Dry Falls on U. S. Highway No. 64 





